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University of Toronto 
TORONTO, CANADA 


FACULTY OF APPLIED SCIENCE AND ENGINEERING 
Nov. 18th, 1918. 


President Falconer, 
University of Toronto. 
Dear Sir Robert:- 

It is not improbable that within the next few weeks the, 
work of the Royal Air Firee, now carried on in the University 
buildings, will be stopped and the equipment which they have will 
be removed. 

You already appreciate what we have in mind and under 
way in regard to aeronautics and the collection of engines, engine 
details, wall charts, etc. in the "Engine Flight” of the R. A. F. 
would be of inestimable value to us in our work. IT should be very 
grateful if you would take up with General Hoare the placing of 


this 6c 


{ 


uipment in the Thermodynamics Buildings so that we might refer 


I shall be glad to go and see General Hoare and diseuss 


to do so. May I suggest that the matter is somewhat urgent. 
The address of Brigadier General Hoare is 56 Church St., 
Toronto. 


Yours sincerely, 


* 


a 


University of Toronto 


TORONTO, CANADA 
FACULTY OF APPLIED SCIENCE AND ENGINEERING 
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University of Toronto 


TORONTO, CANADA 


FACULTY OF APPLIED SCIENCE AND ENGINEERING 


ey 


Sir Robert Falconer, 
President, 
University of 
Dear Sir Robert:- 


I wish to ate” you sincerely for your fairness in 
showing me Mr. Parkin's letter to you, and which I had not previous- 
ly seen. I beg to Sane the following reply. 
The statement of service is correct and he did his work 

faithfully and cea while in full attendance before he began war 
are in Feb. 1917,and I agree that he certainly has "initiative, 
energy and ability," and have always spoken well of him to you. 
I very much hope that he may become more contented again, and 
that he will remain on our staff. 


While he was a Demonstrator he did good work, or he 
would not have been promoted, but I have been trying, without 
success, to think of what Bases things he introduced into the 
equipment Most members of the Be ff suggest s r 

as he Hage a fine mechanical turn he pro badly did more of that than 
other men, although it ee not in mpre essed itself upon me. I think 
I was responsible for his giving the special lectures in Hydraulic 
that he speaks about, as a had him in mind as a lecturer and wante 
Pa to get s ] ice, and I also wanted to know how he would 


something, and 


ne statement about the ete revision of the twe 
lecture courses in Theory of Mechanism and Mechanics of aiaioapel 
is not correct. He took his student work in these subjects from 


140 + 1 “ 1 a's ab a) r) = 
Gray or ee Uy and did not get much from them, I am s Orry to say. 
; > ; ric My i jnee P= aran : 
The first edition of my book, “Theory of Machines," appeared in 


October, 1912, and it has been used as a text ever since. He was 
made a lecturer in October, 1914, because he was well fitt 
the work he had to teach,and he put life inte the subjects men- 
tioned and illustrated the course in the book by practical ex- 


amples, and for that he deserves full credit. 


Regarding the second edition of my book, I regret to 
note that Parkin is taking credit to himself. I wrote every 
sentence in the book and everything in it is my own idea. I 
gone over it to see what he did, and find that l used some six 
cuts drawn by him, because of his beautiful draftsmanship, and 
I also used, as an example, some work he did on governors, which 
is all conta ined on one page. As he was teaching the work I got 

i's lete galley proofs 
4 


: him to go over the procfs, and thus he had comp : 
to use in his lectures, as the book came out in the spring. 4 


am sorry to think he would suggest to you or to anyone else that 
he had any real part in the book. 


The Entropy Diagram for Air that we published was done 
request. As I follow the liter pretty c 
ined a German book on Air i} h 
useful chart for solving ve 


t 


adraf ti ne, 


Parkin to re 
iece of 


A 


draw this and pu 
mechanical 


uld 1 Fe a x $ 
part of our course, because I cannot see the demand for it. I 
recommended the construction of the tunnel because I felt that 
there was a splendi ity to do some very useful research 
work along this line, and ‘possibly later on to do some teaching 
and also becai r 's inte b otrat 
ask anything mor or t 
pening for the 1d whi 
far as I know, 
this kind. 

This letter is already becoming very long, but may I be 
permitted to remind you that Parkin's trip to Boston cost the 
University over twice what mine did to the same city and over 
twice the total travelling expenses paid in connection with the 
erection of the whole Thermodynamics Building. 

Should you feel there are funds available for expansion, 
there are large fields in Hydraulics that have not been touched, 
and results could be obtained of direct, practical value to the 
people of Ontario in the development of our water powers. This 
is ammch more promising field at the present moment if funds are 
available. 

In conclusion I must say very frankly that 1 am dis- 
appointed in Parkin's recent attitude. The wind tunnel was put 
Up specially with him in view as the experimenter, and, although 
he has just returned for full service, he is trying his best 
to get another position. He has no fair complaint on account 
of finances, as his own statement is that he made about $4,300. 
last year, ($900. above my salary,) and his income this year 
will be at least $2,900. if he gets only the statutory increase 


of $10 Oe 


I suppose it is natural that he should feel a 
when ,for the past two years, he got half his sal] f or 
lectures per week, and now he is putting i 3 . pez 
full salary, and Dr. Ellis tells me he 


v7 3 & 
others for $500. payment for the special 
than I am to be paid $250. for. 


Parkin has no cause whatever 


heard more or less complaint, which ay 
from those who did his work for nothing 
his salary by the war. I think he ou; 
line with other men in the University. 
May I assure you that my relations with Mr. |! 
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